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X@) Positive Today: 2682 WY Recovered Today: 328 
4 Death Today: 00 4 Active Cases: 17223 
S*Y Sample Positivity today: 13.71% R% Recovery Percentage: 91.33% 
l. Total cumulative Positive COVID-19 detected: 369954 
2; Total Number (%) of COVID-19 Patients Treated/ Cured: 337865 (91.33%) 
2: Total Number (%) of COVID-19 patients migrated out of state: 7426 (2.01%) 
4. Total Number (%) of COVID-19 Deaths: 7440 (2.01%) 
5. Number of samples found negative for COVID-19 today: 16881 
6. Total number of samples sent for COVID-19 testing today: 25624 
7. Total number of cumulative samples found negative: 8464919 
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Detailed Status of Sample Tested 





: Negative ve Positive 
Negative : Positive ; 
; Cumulative : Cumulative 
in last 24 : : in last 24 : : 
(including Bois (including 


Pvt. Lab) Pvt. Lab) 


Coa asor [0 | o asoa 16068 
9 | 1076s | san | o 


Details of Districts having Positive COVID-19 Cases 
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SARRATS VAT 


Organizations/Civil Societies/NGOs/Individuals interested in supporting Government of Uttarakhand in their fight against 









C®@VID-19 


Uttarakhand State Control Room 


Details of State Control Room 


E-mail: covid19statewarroomuk@gmail.com, idsputtarakhand@gmail.comToll free No: 104/01352609500 





K3 Whatsapp No. 9412080544 


Details of District Control Rooms 
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COVID-19 Vaccination 


16‘ January 2022 


* Sessions Held Today: 636 

* Number of Beneficiaries Vaccinated Today: 20304 
* Total Number of Beneficiaries Partially Vaccinated: 8334118 
* Total Number of Beneficiaries Fully Vaccinated: 6721152 


*% Total Number of Beneficiaries Given Precaution Dose: 84089 


Details of Beneficiaries Vaccinated in Uttarakhand 
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